KINGMAN MOTEL 

On U. S. 66, East end of Kingman, Arizona 
Phone: Green 304 

A modern, 23 unit air-cooled motel with full-tile 
showers or tubs. Electric Heat. Quiet. Good cafe 
& Service Station on Premises. 
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KINGMAN MOTEL 

On U. S. 66, East end of Kingman, Arizona — Electric Heat — Air-Cooled — Quiet 






